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1 ag the southern section ae 
norad (309151 E/S9°55'N) Leningrad Oblast, ' OBXI1A 
highway, sout! 


L, The riant is Located 
Leni. 
on both sides of the hoseow 
of a railroad dam. = 


2 The slight war danages ait the plant were soor 
repaired and in 1945 and 1949 the plant builtins 
were enlarged or re-eavinped and essential new 
puildings were constructed, In the plant seetion 
west of the highway a galvanizing department 

was built, the foundations of which were com-~ 
nleted in February 1946. In the main plant 
section the 
and a special ma 


lydrocorpus departinent was enlarged, 
ghine house (a large annex tc 


department No, 3) and a boiler house with 


25X1X 


25X1X 
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Meeewovember 1949, were 
mor the so-called 
yated in November 
ae construction 
m were not completed. 
q j é Dull dines were brick and stone 
Serastured. only a few being of concrete, 

The construction of cable canals indicated 
that the power will be supplied underground. 
The plant had a railroad connection, No in- 
formation was available on any construction 
in the southern plant section, ** 


3, An unknown number of Soviet workers and 500 
to 600 PWs worked in three shifts. 


4, Eleetric motors of various sizes (some 75 em 
long and 45 em high, and some 2 meters lonz and 
1.2 meters high), and electric apparatus were 
produced, Speed boat engines and light bulbs 
were also observed by fellow PWs, According 
to Soviet engineers the production of tur- 
bines will start in 1951, *** Naval officers 
were daily observed in department No, 3 and 
other sections, Two or three times*#month 
others came with commissions to the plant. 


5, The plant production started in 1946 and by 
October 1947 was in full swing, After the 

war the plant was re-ecuipped with unidenti- 
fied types of German Siemens machines, The 
main plant building, constructed in 1927 and 
1928, was enlarged to about three times its 
original dimensions in 1949, It had several 
parallel workshons, some eouipped with about 
40 lathes, One large lathe, with foundations 
18 x 12 x 4 meters, was installed in mid-1949, 


The workshop a -: the instal- 
lation of three -~ton cranesy Was not in 


oneration, Another workshop had a laboratory 
and tested metals for electric motors, In the 
new boiler house, constructed in 1949, xz 

construction of four boiler 
foundations and on a 60O-meter-high smokestack. 
The boiler type was not identified. 


$ Nosan 2 ... . CONF TDENTTAL/CONTROL/US OPFISTALS OFLY 


je? 


| Decument No. cole imeceantae 


{Wa phance ine x. 

| ae RA 

3 Dects . : 
Cas fharcud os. a 


cottat nh 10-2 ; 
Approved For Release 2001/12/04 : CIA-RDP82-0 4573009800450005-4 . By § 


25X1A 


25X1X 


25X1X 


25X1A 


Bs 


Approved For Release 2001/12/04 : CIA-RDP82-00457R009800450005-4 


CENTRAL INTELLIGENCE AGENCY 


CONFIDENTIAL/CONTROL/US GPFTOTALS 0° Le 
e) 


About 5,000 Laborers worked in the three shifts, 


Various sizes of eleatrie motors for power 
plants, industrial installations and other pro- 
duction branches, switchboards and switching 
installations for nower plants, mines and 
other industrial ihstallations were produced, 

A Sewiet foreman said that the production of 
electric motors for submarines started in 

late 1948, Component steel narts and casted 
shafts were the only parts delivered to the 
plant, 


The old boiler house whieh burned down durtiag 
the war was reconstructed and + three coal 
fueled boilers, 10 to 12 meters long and three 
meters in diameter, were installed in August 
1949, The smokestack was 35 meters high, Opé- 
ration was not observed, 


The northern section of the main plant buildines 
rroduced various sized electric motors, The 
southern section produced lé-cylinder Diesel 
engines for tanks and submarines, *** The tank 
engines were about 110 to 120 am long and 56 
em high and the submarine ene Talal 


evers long and 1,2 meters high, 
not known, 


The output was 


Approved For Release 2001/12/04 : CIA-RDP82-00457R009800450005-4 


, MONT TDENT AL/CONTROL/US OPPTAT ys. 


25X1A 


25X1A 


Approved For Release 2001/12/04 : CIA-RDP82-00457R009800450005-4 


CENTRAL INTELLIGENCE AGENCY 


CONFIDENTIAL/COMPROL/US OFF DUTALS Qe 


& 


building it is believed that the reproduction 

of this building on the Annex is approximately 
correct, However, except for the possibly cor- 
rect distribution of the essential plant build- 
ings, the sketch is misdrawn -see—rertat Piottm™ 


8 
Comment. The operation of all departments 
wlLL Lnerease the plant capacity considerably, 
and possibly will include the production of 
turbines (paragraph 4c), It was previously 
known that the plant manufactured large electric 
motors, and delivered several generators to 
power plants, The rroduction of ship engines 
seams credible, The alleged production of "Diesel" 
engines for tanks and submarines is considered 
impossible, Source was certainly mistaken as 
he observed the alleged "Diesel" engine#while 
: nO ea ae o other indication of 
yy mene: 


Mm cninsrad, ¢ 
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& Plant section west of the iloscow highway 
L Guard house 


2 Unidentified one-story brick building, 60 
x 20 meters 


Blectric motor departinent, two-story brick 
building, 120 x 40 meters, production of 
large electric motors. 


WAS 


4 Yalvanizing department, annex to building 
No, 3, conerete foundations , 40 x 35 
meters, completed 


5 Garage 
B Main plant part east of the Moscow highway 
6 Transformer station, 40 x 12 meters, with 
six or seven doors at the southern front, 
two stories, cable canals were dug out 
nere, 
7 Plant producing slag-concrete Bier 
several wooden cantonment building rlant 
dimensions 200 x 150 meters 
> Guard house 


9 Administration, multi-story stone building, 
40 x 20 meters 


19 Library 


11 Administration, multi-story stone buil ing, 
60 x 20 meters 


12 aAdministration 
13 Department No, 28, stone building, 60 x 30 


meters, stores with metal, paper, oil and 
other materials 
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14 ‘Department No. 7 J Mpuildins, 
60 x 30 meters, ma able 


15 Dispensary, small 

16 Department No, 14, forge, and possibly 
fitting and carpenter shop, stone structure, 
40 x 15 meters 

17 Department No, 4, stone building, 60 x 20 
meters, timber and construction materials 
stores 

15 Somcalled Utilbaga, stone structure, 40 x 
30 meters, storage and loading of non- 
ferrous metal shavings 

19 Unknown plant department 

20 Iron plate dump 

2i Storage of dismantled German machines, such 
as lathes and cranes from Siemens, The sme 
building houses the nlant library and the 
archives 

22 Mess hall, 40 x 15 meters 

23 Several Finnish houses 


24 Several small cantonment buildings and sheds 
for cement storage and concrete mixing 


25 Loading. shop with ramp, resembling German 
type freight yard sheds, about 8C meters 
long 

26 Main plant building 
a administration, 50 x 15 meters, three- 

story (?) building, operating since 
1943 
b “Hydrocorpus", 200 x 60 meters, two- 


story ferro-concrete building, very 
high with large windows, The department 


Aa ees a, 
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ineludes the southwestern building section 
(1) and also large machine foundations (2), 
and a boring-and-turning mill, four meters 
in diameter, installed in November 1949 
(3), and heavy girders for erane instal- 
Lations (4) 


Stage of constructions in November 1949 : 
Most of the machine foundations were com- 
eleted and the installation of the machines 
started, Iron girders and rails for the cranes 
were completed and two dranes were fitted, 
This. workshop was to produce large water tur- 
bines, 


e Plant department, number not identified, 200 
x 60 meters, two stories, very high structure 
of bright colored ferro-conerete, large sxy- 
lights; production of machine parts for 
electric motors 


d Varnishing shop for electric motors 


e Department No, 3, 200 x 60 meters, same type 
of construction#as No, ¢ above, production 
of electric motor parts and,presumably, ar- 
mature winding shop. The workshop had also 
a test stand and a stand for food. 


f Special technical laboratory, admission with 
identity ecards only. 


special machine house, annex to department 

No. 3, the construction of the walls started 
in the fall of 1949, foundations for. macnines 
were constructed in November 1949 (five foun- 
dations 3 x 5 meters and two foundations 8 to 
12 meters long, narrow), Soviets said that 
very heavy machines will be installed here for 
the production of accessories, The machines 
had not arrived, 


Boiler house, about 20 x 20 x 20 meters with a 
very high but slanting brick-smokestack, even- 
tually to be dismantled, Intended plant heating 
installation, 
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eo Coal bunker of boiler house, 50 x 20 meters, 
foundations under construction in November 1949, 
the construction of a conveyor belt to the 
boiler house started 


29 Skladogmpgoppasny, three-story building, 40 x 
20 meters, bare structure completed, intended 
storage of inflammables, 


30 Fuel dump, with three or four cylindrical- 
shaped tanks, 20 meters long and three to four 
meters in diameter, underground with a 1: to 
2—meter layer of earth on top. Equipped with 
manually operated pumps. A modern fuel station 
was to be constructed beside the old one, 


31 Storage area of empty boxes 


Former technical high school, PW camp No, 7339/" 
until 1947, artillery school since 1948, 
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D Elektrosila Plant at Heningrad 
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